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125 1 0 0 0 1 P P P P 

126 1 0 0 0 1 P P P P 

127 1 0 0 0 1 P P P P 

128 1 0 0 0 1 P P P P 

129 1 0 0 0 1 P P P P 

130 10 0 0 0 10 P P P P 

131 70007PPPP 

132 70007PPPP 

133 1 0 0 0 1 P P P P 

134 1 0 0 0 1 P P P P 

141 200 100 100 200 0 G G G G 

146 14 0 0 6 8 G G G P 

147 0 20 20 40 0 G G G G 

164 94045GGGG 

165 14 4 0 4 5 F G F F 

166 22 20 0 20 2 F G F F 

167 74261GGGG 

168 44260GGGG 

169 18 18 10 28 0 G G G G 

THE LETTER U IS USED FOR UNKNOWN. 

2. RECOMMEND THE FOLLOWING EQUIPMENT BE DISCONTINUED BECAUSE 
IT IS UNRELIABLE AND/OR INEFFECTIVE: 

A. SYLVANIA FPS-1 

B. PDI-801 AND 803 

C. ALL FSK RECEIVERS AND TRANSMITTERS. 

TCU IS PRESENTLY REPLACING THEIR WHIP ANTENNAS WITH AN ANTENNA 
CALLED THE "MINI-LOOP." IT HAS A RADIATION PATTERN THAT IS 
WIPING OUT THE PDI 801 AND 803, ALSO ALL CCTV. ONLY SOLUTION I 
CAN FIND IS TO STOP THE INSTALLATION OF THE NEW ANTENNA. 

3. BELLS ARE VERY EFFECTIVE, HOWEVER, WE COULD USE A GOOD, 

CHEAP D.C. POWER SOURCE FOR THE BELLS AND OTHER EQUIPMENT; A 
POWER SOURCE OTHER THAN BATTERIES. 

4. DO NOT ANTICIPATE NEED FOR ANY ADDITIONAL RESIDENCE ALARMS 
IN THIS AREA. 
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5. A PREASSEMBLED. PORTABLE ALARM KIT CONSISTING OF A ADL 
INFRA-RED ALARM AND ALARM BELL WOULD WORK WELL FOR STAFF 
RESIDENCES. 

6. ALARM ACCESSORIES HAVE BEEN SUFFICIENT. COULD USE SOME ONE 
OR TWO-ZONE MONITORS. 

DEXTER 
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